Brief comment text:

The 900Mhz range is already used extensively by home automation and hobbyist devices. Taking this frequency range away from the public will cause absolute chaos, rendering billions of dollars in gear instantly useless. I implore you to keep this frequency range unlicensed for individual use. Thank you.
